Net Electricity Generation in the United States by Source (2013) 


G*o thermal 



https ://w w w. c i a. gov/cnc rgy cxpl ai ncd/i ndcx . cfm ? pagc=cl cctr ic ity_i nthcun i tcdstatc s 

Natural Gas 34% 

Coal 30% 

Nuclear 20% 

Hydropower 7% 

Wind 6% 

Biomass 2% 

Petroleum 1 % 

Solar <1% 

Geothermal <1% 


